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I 1. At about 1940 hours on :C5 August 1951, Field ora VI vs 35207 
received notice that Dr. HOiiTTL, Had telephoned him earlier in the ctoy 0 1;^^ 
the .-^ARKH^f-.L, - LT L md S^yria where 35207 customarily sp^rnds 

w'eekendai ..nd had asked 35207 to telephone bira nf> soon as possible. At , |: 
1945 hours on 25 August 1951, 35207 telephone HOb.T7L, who requested a ' 

aae ting with 35207, because he, HOETTL, had something of Interest for 
35207. A mooting wrts arranged for 1100 nourp on 26 August 1951 in front’, 
of the post officl^^,in ALT ,Uo3i--. v\V 

I 2. sio887 ha shapes tedly eniph.iOized to 35.207 that no contact was 
tie bo. made with Dr, hOOTTL bociuse ho is a definite security threat. ' 

In accordance ?<ilh iheao instructions, 36307 has avoided ilOiTlL and 
had only one contact with him at a party during which Dr. HOETTL bro^ght^^3|' 
up the possibility of publ ishing his book "Die Gehelma Front*’ in the |;I7ni ^g^ 
States, tiowever, 35207 became well acquainted with Dr . HOETTL while :>er 
icig as Alc of :LT Sub Field Office of the 430th CIC Dsiacbment frq^-i^: 

1947>1949 . 35207 is completely aware of Dr. (iOETVL’S rsputation and aep.j^ i; 

tivlLy, but fears ciut -he latter in turn h^s some idea of 35207' s act Ivu.;® - , 


ity da spits 


cover stor^ to all 


working on .^raas translations for 


^^ersono in LT L.'S5£L thit ho , la 
i.S. Info rmat ion Service in LB-CZ. 


I 3. At 1100 nours on 26 August libl, 35207 mat HOOTTL in front of 
Lhe p6 a to fficc in ,LT pad iney look a Siiort stroll together, jin 

the course of the eiiuuing conversation, told 35207 that he Wes 

writing artlcias for me Lwios nevrspaper, '’Die Tat” and the German now©- 


"Der‘ lags 1 ” under tha noDi-dd-pl ame of 


•Valter or mere: 


under iiia i.,ltial 3 . Ha aluted that ha frequently received iriforoatlon 
from hie contacts that w.ns unsuitable for publlcptior because of its de-, 
llcacy. He proposed giving 35807 such information and handed 35807 ad 7 
envelope which he stated contained ihrac interesting articles, the Infcir-;/ 
isatipn for which ha had gatnored from his Croatian .and Rusclan contacts, j j 
HOETTL did not ask for money and merely said th.it he would provide such .7- 
material on a continuous basis if he we r’® sure thit 35207 would pass'll 
along. 35207 did not look at -he* reports in Lhe ^.reaence of liJiTTL a'rid 
made iiO attempt to debrief nim. liuLTTi- said that he would telephone, 

35207 When he .gain had :;:ich ir.f orrna lion * .d the meeting ended -it abo'ut 
1130. hours. , ' 


4. Cxamlriat ion of tT*c re orts cor.t.tined In the envelope given ] 
35207 by ,-iJ,iT.L revoaled me following; one re, ort in' English t^>lt it. led M 

"jlne .• .^ychologlcal Elements of i;6dern l^arfaie, byiJ>’iJor Gonernl7r<^X'KOVi^^ 
i'von, '>hom ij-iTiL had d« scribed .£ a "Coieick Dener.al living in S LZLi/.F.GjrJ 
who i.i ibou.t to amigr.ite to -he United titn's"; .. ■ .i 
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